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Water Sources Now Located this 
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Production men are enthusiastic about 


the way the Dale Photoelectric Oil Well 
Water Locating Instrument finds the 
exact point at which water is entering 
their wells. As only muddy water is used 
as a conditioning fluid it does not injure 
formations or clog perforations. When 
the instrument comes to the point where 
water is entering the well it instantly and 
unfailingly records the EXACT point of 
entrance. Then the operator knows right 
where to do the repair work. 


IN FEET 


Accurate Results ! 
Checked and Double Checked 


The accuracy and speed combined in 
the Date Photoelectric method give you 
a new slant on oil well water locating 
work. Results can be checked and double 
checked easily, as this chart of one well 
clearly shows. 6 foo 


DEPTH 


7000 7000 ‘000 
RUN NO. 2 RUN NO. 3 RUN NO.4F 


Run No. 1 shows the uniform translucency of the 
muddy water used as conditioning fluid. 


Run No. 2, made after the fluid column was re- 
duced, shows clear formation water entering the 
hole between 6810 and 6820 feet. 


Run No. 3, made after the fluid column was fur- 
ther reduced, shows enough formation water has 
entered to clear the conditioning fluid from 
6790 to 6830 feet. 


Run No. 4, made after mixing fluid near the 
source, definitely shows the same reading in light 
units as run No. 2, proving that the water source 
is actually between 6810 and 6820 feet—CHECK 
and DOUBLE CHECK! 


Send for this 12-page book! 


It tells why the Dale Photoelectric Oil Well 
Water Locating Instrument is new, thoroughly 
scientific and accurate; describes the instrument 
and contains valuable facts about oil well water 
locating. Write for it today. 


DALE SERVICE CORPORATION 


6765 Romaine Street 
Los Angeles - California 
GLadstone 5818 
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Trio Of Wells Forces 


Mountain View To Front 


Three important developments over the 
week-end at Mountain View focused the 
spot light on widely separated areas and 
reminded operators that apparently only 
the first chapter of the field’s develop- 
ment has been written. The trio of events 
include: 

1—Vesta Petroleum Co.’s 650-bbl. com- 
pletion on its 40-acre Merritt tract, sec. 
32, 30-29, which extended the proved 
limits of the northwest sector half a mile 
to the northeast; 

2—An 8000-bbl. producer from the 
Wharton horizon on the A. T. Jergins’ 
Wright-Bloemer lease in sec. 30, 30-29; 
a valuable contribution to its immediate 


area; 

3—Shell Oil’s Porter 2-1 which was 
finished Tuesday morning last for what 
looks like 3500 to 4000-bbl. production in 
the extreme southeast sector of the field 
and just within the proved limits. 

Although large companies virtually con- 
trol the entire district surrounding Vesta 
Petroleum, none took the initiative to 
test this semi-wildcat area and when 
Vesta officials about three months ago 
started the Merritt project it was re- 
garded with skepticism by most field men. 
On Sunday, when the well came on pro- 


As 


duction with a 1000-bbl. initial rate, car- 


rying some water and mud, Mountain 
View operators received another surprise 


for which the field is noted. Standard 
Oil holdings surround the Vesta lease 
on three sides, and the completion fore- 
casts possibly twelve to fifteen locations 
for Standard on adjoining properties. Gil- 
more Oil, located directly southwest, also 
expects to benefit by the completion, 
while Jergins—whose leases are spotted 
all over the field—also will profit by it. 
Since production first swung to the north- 
west where Union Oil drilled its Kernco 
wells, this particular area has been given 
little consideration, and Vesta Petroleum’s 
success therefore is all the more note- 
worthy. The well was finished at a depth 
of 5194 ft., and the company is confid- 
ent it will clean up and possibly improve 
its yield as it does. Other wells will be 
drilled, but plans have not yet been com- 
pleted for the next step by the company. 

While both of the other completions 
are in proved territory, each is significant 
in its own way. The Wright-Bloemer 
discovery of the Wharton zone underlyinv 
sec. 30 opens possibilities of deepening 
present producers on Mohawk, Wood- 
Callahan, Shell Oil, and other properties. 


With 9 Wells Completed, 
Semitropic Development Program 


To Widen Proven Limits 


With three new producers in less than 
a week, Semitropic now has nine wells 
completed, only one of which is produc- 
ing, however, and has all the earmarks of 
a rapidly increasing development pro- 
gram which will materially widen the 
ea limits of this new natural gas 
eld, 


Over the week-end, Fullerton Oil Co. 
finished its No. 32 on sec. 25, 27-23, for 
34,000,000 c.f. daily, based on a conserva- 
tive flow test. This well, bottomed at 
only 2441 ft., indicated an 18,000,000 c.f. 
flow when the formation test was made, 
and the actual production test doubled 
this amount, making it the best comple- 
tion from the Fullerton horizon to date. 
The company has three others drilling. 


On Monday Standard Oil completed its 





Hornung, sec. 12, 27-23, at 2500 ft. in the 
Fullerton zone for an estimated 16,000,000 
c.f., and last week Continental-Milham 
added another 21,000,000 from its first 
producer. All of these new wells were 
shut in, however. 


Standard’s discovery well, Hill No. 1, 
is the only producer in the area, and 
about 5,000,000 c.f. of gas is being piped 
from it to the P. G. & E. main line at 
Buttonwillow. The Btu content from 
Semitropic averages around 990, against 
925 to 975 for Buttonwillow and about 
1150 for Kettleman North Dome. 


Standard’s Towle in sec. 7, 27-23, is 
down 2643 ft.; Henry Chapman in sec. 
9, 27-23, is at 3285 ft.; Smith No. 1 in 
sec. 9 is at 3336 ft. and Goldman No. 1, 
sec. 5, 27-23, is below 4150 ft., the deep- 


New Areas Produce 


The 8000-bbl. yield compares favorably 
with the latest completion on the Han- 
cock-Miller lease which made 8500 bbls. 
during a 24-hour flow test. The well is 
located about two miles southeast of the 
Vesta Petroleum producer, and the Shell 
Oil’s new well in the extreme southeast 
corner of the productive limits is another 
mile or more distant, giving a three-mile 
spread between the Vesta and Shell com- 
pletions, The latter was finished in the 
5900-ft. zone and an actual gauge has 
not been made on the output. 

Perhaps the most vital feature concern- 
ing this trio of new wells is the possi- 
bility of tapping still greater reserves in 
the highly deceptive area of Mountain 
View. The faulted condition of the struc- 
ture has been one of the most discourag- 
ing factors with which operators have 
had to contend. As a result of it, cer- 
tain sections have been disfavored, if not 
actually condemned, during the early life 
of the field. Only recently, those most 
conversant with the Mountain View dis- 
trict were inclined to believe develop- 
ment had passed its peak. Now, none will 
predict its future possibilities. 

To date, the Hancock quarter section 

(Continued on Page 12) 


est project to date on the Standard string, 
or in the field. 

Natural gas development now assumes 
an important role in the California pe- 
troleum industry and the outlook for this 
area is encouraging, although only a frac- 
tional portion of the Semitropic Ridge 
has. been tested during the six months 
since Standard brought in its Hill well. 

An interesting development of this 
drilling activity has been the discovery 
that the Hill zone now appears spotted, 
while the Fullerton horizon, found at a 
shallower depth, seems more evenly dis- 
tributed over the productive area. This 
will shorten the per well drilling time to 
approximately three weeks, which ac- 
counts for the rapid completions since ac- 
tual development was started early in 
April. 
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Nine Wells Start 
At Long Beach 


Nine companies announced their inten- 
tion, last week, to drill wells in Long 
Beach. The companies, with the present 
status of the work and the locations of 
the wells, follow: 

Big Four Oil Co., three wells, Italo 
lease at 30th and California. Work to 
start probably by the end of the week. 

R. E. Ibbetson & Co., redrill job on an 
old well at 32nd and Linden. 

Blue Star Oil Corp., four wells, two at 
Patterson and Atlantic, one at Columbia 
and Linden, and one at 3lst and Linden. 
Locations only, at present, but the four 
wells may be drilled at the same time. 

Affiliated Petroleum Co., foundation, 
north of Hill and west of Rose. The com- 
pany is completing another well in the 
neighborhood. : 

Eskagee Oil Co., foundation, Painted 
Hills lease. 

Jim Ford, location, Burnett and Bray- 
ton. 

Carl Sharp, formerly superintendent for 
the Medal Oil Co., location, Burnett and 
Walnut. 

Reo Petroleum Corp., location, south- 
west corner of 25th and Lemon. The 
company plans to drill two wells at this 
location, and is at present drilling a well 
under the name of the Seaview Oil Co. 

Christopher Becker and Howard Reed, 
location, northwest corner of Coronado 
and State. 





Semitropic Well Completed 


Semitropic is going forward with such 
rapid strides it is difficult to keep step 
with these shallow zone completions. 
Continental-Milham No. 22-15 in sec. 15, 
27, 23, was finished as a Hill zone pro- 
ducer from 3142 ft. for an initial yield 
of 21,000,000 c.f. of dry gas, after which 
it was shut in. This is the first producer 
for Continental-Milham. A second well 
has been staked in the same section. 

Superior Oil Co., fourth operator in 
the new field, has started its first well 
on the Bradford lease, sec. 23, 27-23, and 
will spud*in a few days. 

Standard’s Towle No. 1 which was 
rated at 8,000,000 initial, finally built up 
to 38,000,000 c.f. Depth of the hole is 
2355 ft. 


South Dome Well Starts 


Continental Oil Co.’s Kettleman South 
Dome project is practically all set to go. 
After installation of the Doheny-Stone 
outfit, mud is being pumped in under 1200 
pounds pressure to force the water out 
through the drill pipe. Bottom of the 
hole has not yet been reached. 








Britannic Rigs Up 


Britannic Oil Co. was rigging up over 
the week end for a new well at Hill and 
Rose, Long Beach. J. P. Harper will be 
in charge. It will be drilled to the 4000- 
ft. sand. 


State Plans Gas 
Suits At Del Rey 


Failure of three operators in the Del 
Rey Hills district to comply with the 
state gas law provisions against gas wast- 
age will bring its own penalty. State offi- 
cials, convinced that there is little likeli- 
hood of a last-hour repentance, have pro- 
ceeded with preliminaries necessary to 
filing an appeal for a temporary injunc- 
tion against these companies which will be 
charged with violation of the state law. 

The companies and their respective 
heads were given until Tuesday to sign 
the agreement which all other Del Rey 
operators had signed. State officials said 
that the Monarch Oil, headed by Charles 
Fourl, and Petrol Oil, headed by E. L. 
Pauley, are the chief offenders who have 
declined to cooperate. Consequently they 
were going forward with their plans for 
the gas suits as no definite or positive 
promises had been forthcoming on Tues- 
day which was the expiration date fixed 
for final compliance with the order. 
Colly Oil, with one of the heaviest gas 
producers in the field, signed Sunday. 

Meantime, several operators on adjoin- 
ing properties threaten to reopen their 
wells unless and until these delinquent 
operators curtail their output. 


Dil-Harp Takes Over 
Malibu Lease, Well 


Dil-Harp Oil Co. has taken over 1000 
acres on the Zuma structure at Pt. Dume, 
west of Malibu Beach, and the 3800-ft. 
well drilled a few years ago by the Mc- 
Keon Oil Co., and will immediately carry 
the hole down to 4700 ft. or more to test 
the field for commercial production. The 
McKeon well had several showings of oil 
and gas. It stopped in the basalt float 
but that is not at all conclusive against 
successful completion. A well drilled in 
1926 by Mrs. Rindge, the chief owner of 
the land, reported oil and gas at 1500, 
1100 and 1700 ft. Work stopped at 1900. 
The structure is considered as three miles 
long and a mile wide with prospects for 
an undersea extension. No connection 
exists between this enterprise and the 
operation of the Dabney Petroleum Co. 
two miles east of the McKeon well. J. 
P. Harper of Dil-Harp will be in charge 
of the work. Operations will start this 





“ month. 





Emery 59 Completed 


Standard Oil recently completed its 
Emery No. 59 in West Coyote for 250 
bbls. of 27.5 gravity oil. The initial cut 
was 17% which was expected to clean up. 
Depth of the hole is 5800 ft. with the 
water string at 5279 ft. 


Dralock To Drill 


The Dralock Oil Co., headed by L. M. 
Lockhart, a former officer of Rio Grande, 
plans to drill a new well in the hills back 
of the Santa Barbara Mesa. 





i 


Second Well Starts In 


San Francisquito Canyon 


International Oil Developers js about 
to start a second well three-eighths of a 
mile due west of its first well brought jy 
for gas recently five miles north of Say. 
gus in San Francisquito Canyon, The 
first well was drilled 1100 ft. south ang 
390 ft. west of the northeast corner of 
the nwi4 sec. 34, 5n-l6w. The secon 
will be on sec. 34 but 940 ft. south ang 
990 ft. west of the northwest corner, 

International’s first well was drilled tp 
4339 ft. passing through the Modell 
zone and some 2400 ft. into the Mid-Cap. 
yon zone. Accidents lost more than half 
the hole. Backing up, the casing was ge 
at 1963, the contact of the Modello anj 
Mid-Canyon, and perforated up to 1545 
ft., and brought in. It is now yielding 
1,000,000 c.f. of gas daily which will he 
used for drilling No. 2. It shows 5 
pounds pressure. Oil will be the obje. 
tive of the second well. It will be carried 
through the Modello, which at this point 
carries only gas, into the Mid-Canyon, 
About half of the 2400 ft. of formation 
is oil sand, the other half shale. The 
first weil cored 1000 ft. of oil sand, 

International, organized and managed 
by E. Baden Powell, has 1000 acres on 
the structure as he has traced it, 105 
acres owned in fee, 540 under government 
permits, the rest held under private 
leases. Its No. 1 well is about a mile due 
west of the well drilled by John Sand. 
burg, now held by the Barstow Oil Co, 
one of the Willett interests. It is still in 
course of drilling. It may be on another 
and parallel structure. 





Bergman Quits Fresno Well 


Bergman Oil Co. has definitely aban- 
doned its wildcat on sec. 12, 12s-1le, west 
side of Fresno county, north of Coalinga 
in the Ora Loma area. Official notice has 
been given the State Oil and Gas Divi- 
sion. Only last week it was quite definite- 
ly reported that a deal had been made with 
one or more larger companies to take the 
hole and see if it could be completed. 
Confirmation that there had been negotia- 
tions to that end was promptly obtained, 
but evidently the negotiations fell 
through. The machinery was removed 
last week. 

Originally this well was drilled to 6007 
ft. and was reliably reported as havnig 
had some encouraging oil showings. At 
cidents forced abandonment of the lower 
levels, redrilling and sidetracking starting 
at 4200. The new hole reached a total 
depth of 5400 ft. 

Bergman has now acquired a drilling 
site on 21st St. east of Cherry, Signal 
Hill, and is about to spud in. 





Mountain View Well In 


The Otis Hoyt Petrol well on sec. 9, 
30-29, Mountain View, which blew 
after the swab had been operated for sev- 
eral days, was rated as. a 1500-bbl. ptm 
ducer. Depth of the hole is 5600 ft. with 
the 85£-inch set at 5380 ft. 
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State Drilling Report 








operations reported during the week 
—e ow 16 notices to drill new wells 
with 34 during the previous 
in Long Beach, 3 in Santa Fe 
laya del Rey, 1 in Inglewood, 1 in 
county, and 1 in Kettleman North 
Total new wells this year, 522, as com- 
‘with 289 at the same date last year. 

Abandonments numbered os as —— og 3. 

, 182; to same date t year, - 
—_—— WellNo. S.. T. R 


New Wells 


Beach : 
ee - yy gig GC... OD 48 BW 
il Co., Inc. 
K. & G. Oil Co ge aa 


4S 12W 
4S 13W 
4S 12W 


3S 1W 


del Rey 
po Incorporated 25 18W 


i 
gt 2S 15W 


dard Oil Co. 
5 A. Investment Lease 2S 14W 


Topa Topa Oil Co. .........-- 3 5N 19W 
Midwa: 
Saslerd ied CO. scivceccceccese 105 24E 


Mountain View 
Wood-Callahan Oil Co., Ltd. . 
Wells 28 E 


Kern River 
Associated Oil Co. ............. 42 27 E 
Kettleman North Dome 
oe 2.27 17E 
Deepen or Redrill 
Huntington Beach 
Montana Petroleum Corp. 
Montana Treat 
EN sive cvs wnccisinteccce rg 
Santa Fe Springs 
Standard Oil Co. 
Walker Comm. 
The Texas Co. 
Mutual 
Oscar R. Howard 
Howard Bell 
Beach 


Elwood 
Bankline Oil Co. ....... 89-5 & 89-10 
Mountain View 
Union Oil Co. 
Kernco A 
Wible 
Mt. Poso 
The Texas Co. 
Alta Vedder 


Los Angeles Co. 
West American Oil Co. 

Bandini 12 W 
Huntington Beach 
Associated Oil Co. 

Miley-Keck 11 W 
Santa Fe Springs 
East a Us lee 4 6 38: 1h 


Devils Den 
Amerada Petroleum Corp. ... 3 17 26S 19E 
Kern River 


Deep Zone Oil Co. 1 2 2S 27E 

Oil field operations reported during the week 
ended June 29, show 34 notices to drill new wells 

as compared with 26 during the previous 
week. 5 were in Long Beach, 2 in Coyote Hills, 2 
in Montebello, 2 in Playa del Rey, 1 each in 
Huntington Beach, Inglewood, Seal Beach, Tor- 
rance, Simi, 1 in Ventura county, 1 in Mesa, 12 in 

county, and 4 in Kettleman North Dome. 
Total new wells this year, 506, as compared with 
283 at the same date last year. 

Deepening or redrilling jobs numbered 13, the 
same number as during the previous week. Total 
to date, 407; to same date last year, 317. 

Abandonments numbered 3, as compared with 
13. Total to date, 177; to same date last year, 156. 

Well No. S. T. R. 
New Wells 


Coyote Hills 
Standard 'Oil Co. 
Murphy-Coyote 


13 18 3S 13W 
Murphy-Coyote 


124419 3S 10W 


Seal Beach 
Standard Oil Co. 
San Gabriel 

Montebello 


uw 
n 


Noho 


Long Beach 

eres RUE MIS sh chess vovadbesaue 
Mines Oil Co. 

Affiliated Petroleum Corp. .... 


R. R. Rush Oil Co. 
H. & W 


+ + SAS 
nn OHnHn NM 


Signal-Belle 


Torrance 

C).6. MO. Ce. 
Redondo 

Playa del Rey 

Crest Oil Co. 
Crest 

Andrew Lucas 
Inglewood Extension 

Huntington Beach 

Doran & Baker, Inc. 
Thompson 

Simi 

E. F. Stella 
Button 

Ventura Co. 

General Petroleum Corp. 
McGrath 


Mesa 

M. & L. Oil Co. 
Consolidated 

Midway 

Pan American Petroleum Co. 
Buena F 

Cc. & 


Kern Co. 
Standard Oil Co. 
Hornung 
Superior Oil Co. 
Bradford 
Edison 
General Petroleum Corp. 
Knapp 
Round Mt. 
Honolulu Oil Corp., Ltd....78 & 93 
Honolulu Oil Corp., Ltd. A 
Fruitvale 
Western Gulf Oil Co. 


es 
n 


8 &8 


NnNnNnN nH nN 


Associated Oil Co. 
Kettleman North Dome 
Kenda 

Kenda 

Kenda 

Kenda 


f4 
Standard Oil Co. 
Vickers 1 


NWoONdY 
oo 


t 
” 


Deepen or Redrill 

Long Beach 
DD, tp. eee: CON Ley cwcsctsde 9 
Standel Oil Co. 

Delaney- Bowles 
Santa Fe Springs 
Standard Oil Co. 

South Whittier Comm. 
Associated Oil Co. 

Fulton 
General Petroleum Corp. 

Santa Fe 
Huntington Beach 
Consolidated Petroleum Co. 


H. B. 

James Graham 

Associated Oil Co. 
Miley-Keck 

Seal Beach 

Associated Oil Co. 
Bryant 

Piru 

Pacific Western Oil Co. 
Temescal 

Kern Co. 

Continental Oil Co. 

aylan 
Midway 
Associated Oil Co. 


Associated Sued 
On Ventura Lease 


Before Superior Judge Henderson at 
Ventura, Associated is being sued for 
$1,500,000 damages by the K. H. P. Roy- 
alty Co. as successor in interest to the 
State Consolidated Oil Co. (E. J. Miley), 
the discoverer of the Ventura Avenue 
field. Col. Franklin Kinney, former gen- 
eral manager of the Marland (now Conti- 
nental) Oil Co., is president of K. H. P. 

Damages are asked because of the As- 
sociated Oil Co.’s failure to drill a lease 
from the Ventura Land & Water Co. ob- 
tained through Ralph B. Lloyd and the 
late Joseph Dabney, prior to its expira- 
tion. K. H. P. had a big interest in the 
lease and claims huge losses because it 
was not drilled. After its expiration, the 
Associated obtained a renewal but the 
K. H. P. failed to get an interest in the 
new lease. 

Both sides have introduced engineering 
evidence as to the amount of the loss 
claimed by K. H. P. For the plaintiffs, 
the engineers called include Dr. E. K. 
Soper, University of California; W. E. 
Dunlap, Roy G. Mead, and Martin Van 
Couvering. For Associated: C. R. Mc- 
Collom, D. M. Folsom, W. F. Hertel, and 
Joseph Jensen. 

E. J. Miley, who found the Ventura 
Avenue field by drilling the discovery 
well on part of the land involved, was a 
star witness for K. H. P., which acquired 
the interest of his own company, State 
Consolidated, when the operating lease 
was taken over by Associated. 








Barnsdall Leases 4100 Acres 


Barnsdall has leased 4100 acres from 
the Newhall Farm & Land Co., located in 
the Felton school district, about eight 
miles northwest of Newhall and about 
three or four miles west of Castaic, on 
what the company regards as an entirely 
new structure although some others think 
it may: be an eastern extension of a big 
structure appearing elsewhere in Ventura 
county. The property leased comprises 
lots 7, 8, 9, 10, 19, 20, 21, 22, and 23, secs. 
26, 27, 33, 34, 35, and the w% sec. 36, 4n- 
17w. Barnsdall has no plans for early de- 
velopment and for the present intends to 
hold the land in reserve. 





Lawndale Core Encouraging 


According to field reports at Lawndale, 
the Walter Hughes-John Hokum well, 
started some years ago by the Mdivani 
brothers, but never completed, obtained 
an encouraging core a few days ago be- 
tween 6145 and 6243 ft., the last depth be- 
ing the bottom of the hole. The location 
is about 1000 ft. west of the San Clemente 
discovery well which was bottomed just 
below 5900 ft. , 


Abandon 








Ventura 
Petroleum Securities Co. 
Hartman 122 3N 23W 
Mountain View 
Mohawk Petroleum Co. 


Bergman Oil Co. .........se+0- 1122128 llE 
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Increased Highway Construction 


Raises Demand For Asphalt 


Increased highway construction, stimu- 
lated by Federal NRA funds, raised na- 
tional domestic demand fer asphalt 12% 
during 1934, against 1933; 2,295,046 short 
tons during 1933, 2,569,395 during 1934, 
increase 273,349 tons (U. S. B. M. re- 
port.) Exports of petroleum asphalt, es- 
pecially to northern and western Europe 
and the Orient, amounted to 223,906 
tons during 1934 against 204,032 dur- 
ing 1933. Imports of asphalt and 
bitumen dropped from 21,706 tons during 
1933 to 15,679 during 1934, a decline of 
28%. Stocks on hand were 23% greater 
on Dec. 31, 1934, than the same day in 
1933. 

During 1934, American refineries manu- 
factured 2,840,496 short tons of asphalt, 
1,444,846 from domestic and 1,395,650 
from imported crude oil. The 1934 out- 
put included 133,704 short tons of other 
oil products blended with asphalt to pro- 
duce required hardness and consistency. 
Thus, due to the refusal of the U. S. 
Bureau of Roads to enforce, as to asphalt, 
the law requiring the use of domestic 
products in NRA work, 49.9% of all 
asphalt used last year was the product of 
foerign crude imported chiefly from Mex- 
ico, Colombia and Venezuela. 

Amount, Value of Sales Up 

Sales of asphalt by refineries increased 
last year 12.5% in amount: 2,424,800 short 
ton in 1933, 2,727,241 in 1934. [Increase 


in value last year was 27%: $23,542,544 


in 1933, $29,895,439 in 1934; increase $6,- 
352,895. Price per ton during 1933 av- 
eraged $9.75, during 1934 $10.95, increase 
$1.20 per ton. : 

Proportionately, the biggest increase in 
sales was of cut-back asphalts, used to 
surface rural and secondary highways: 
508,553 tons in 1933, 624,183 in 1934, in- 
crease 115,630 short tons or 22.7%. Value 
of cut-backs last year totaled $7,525,165. 
Sales of emulsified asphalts, both by re- 
fineries and by industrial companies mak- 
ing various emulsions from asphalt, in- 
creased 24.63% last year in amount and 
more than 200% in value over 1933: 
Amount—135,600 tons in 1933, 168,000 in 
1934; value—$1,194,000 in 1933, $3,617,- 
000 in 1934. Refinery sales of paving 
asphalt totaled 798,607 tons in 1933 and 
924,135 tons last year. Sales of roofing 
and flux combined last year amounted to 
a short tons against 702,090 during 
933. 
Imports and E Ss 

Imports of unmanufactured asphalt and 
bitumen during 1933 were 21,706 short 
tons, valued at $278,401, which declined to 
15,679 tons, valued at $222,372, last year. 
‘Trinidad Lake asphalt, imported, dropped 
from 12,047 tons in 1933 to 9606 in 1934; 
Cuban glance pitch, or grahamite, from 
$286 tons in 1933 to 5861 in 1934, 

Exports of petroleum asphalt increased 
last year 10% in amount and 18% in 
value, from 204,032 tons, value $2,860,964, 
during 1933 to 223,906 tons, value $3,383,- 
443, last year. Great Britain, France and 
other northwestern European countries 
showed the biggest increase in Europe, 
although both Italy and Spain bought 
More last year than before. In the Far 
East, Dutch East Indies (heavy producer 
of paraffin, but not asphalt, oil), French 
Indo-China, and New Zealand led the in- 


crease. British India cut purchases, but 
Ceylon, British Malaya, and Mozambique 
offset this loss by increased orders. 

Exports of asphalt and bitumen, un- 
manufactured, were 13,806 short tons, 
value $553,892, for 1933, and 15,314 tons, 
value $581,415, for 1934. Last year 72,5% 
of the total went to Europe, 80% during 
1933; to Canada last year 9.7%, during 
1933 8.8%; South America (particularly 
Brazil and Chile) 10.3% last year, 1.7% 
during 1933. 

Home Consumption 

Domestic demand for asphalt the first 
quarter of 1934 was 11% below 1933, but 
the second, third and fourth quarters 
showed increases of 14%, 18% and 12.5% 
respectively. 

Railroad reports to the Interstate Com- 
merce Commission show total domestic 
deliveries of all asphalt (petroleum, nat- 
ural, or by-product) last year of 2,757,- 
897 short tons, increase over 1933, 14.6%, 
the greatest increase being in the wheat 
and corn states west of the Great Lakes. 
Pacific Coast and Rocky Mountain de- 
liveries increased. East of the Mississippi 
and Lake Michigan, the greatest expan- 
sion occurred along the Great Lakes and 
south of the Ohio and Potomac. The 
region of least demand was in the South- 
western States, Texas, Louisiana, Okla- 
homa, Arkansas, and perhaps one or two 
others. 

Use of Bituminous Rock 

Sales of domestic bituminous rock as- 
phalt jumped 44% in quantity and 56.6% 
in value last year over 1933: 285,070 short 
tons, value $1,125,164, in 1933; 410,453 
tons, value $1,762,376, in 1934. Domestic 
sources of this material are Kentucky and 
Alabama, which produced last year 90,- 
027 tons, value $516,673, and Oklahoma, 
Texas and New Mexico, which yielded 
290,940 tons, value $1,152,331. Oklahoma 
increased the most because of the Fed- 
eral road allotments, and the state’s hand 
labor to spread the work policy, which 
strongly favored the use of natural rock 
asphalt, 

Sales of Utah gilsonite were 28,029 
tons, value $577,716 in 1933; 30,355 tons, 
value $599,739, in 1934. Saels of Utah 
wurtzilite were 36 tons, value $2430, in 
1933, and 44 tons, $3635, last year. 
Stocks On Hand, 1934-1933 

Due to the big imports of asphalt-mak- 
ing crude from abroad, allowed and en- 
couraged at Washington, refineries over- 
produced asphalt last year, and despite the 
enlarged market at home and abroad 
stocks on hand were increased from 276,- 
363 short tons to 339,237 during 1934, 
increase 62,874 tons against a 1933 re- 
duction of 22,321. 

East Coast refineries, clustered mostly 
around New York, Philadelphia, and Bal- 
timore, produced 1,260,616 short tons of 
asphalt, equivalent to 44.35% of the na- 
tional output, and to 90.32% of the amount 
manufactured from imported crude. These 
refineries use practically all imported 
crude and little, if any, domestic crude 
for asphalt making. They are situated 
so as to get ideal water delivery of the 
imports and are quite remote from any 
domestic source of such crude. With for- 
eign imports checked, they would be de- 


pendent upon California and the Texas 
Gulf Coast. 

East Coast stocks on Dec. 31, 1934, to- 
taled 99,667 short tons against 96,254 
Dec. 31, 1933. These plants are the most 
admirably located to get the export trade 
and it is likely that they supplied most 
thereof, with California probably second, 
although there are no statistics available 
on this point. By law foreign crude may 
be imported free of all duties, and with- 
out consideration in the quotas, if its pro- 
ducts are re-exported within one year. 
East Coast refineries undoubtedly avail 
themselves of this privilege, Besides 
their export advantages they are well 
placed to serve the entire East Coast do- 
mestic market. 

While East Coast refineries made near- 
ly half the asphalt manufactured in the 
nation during 1934, it will be noted that 
their stocks, although by far the largest 
in the country, increased during the year 
by only 3413 tons, while inland refineries, 
such as those of Indiana-Illinois-Ken- 
tucky, making only 469,538 tons during 
1934, raised their stocks from 57,447 to 
82,580 short tons, or by 25,133, nearly 
eight times as much as did the East Coast 
plants. Even the Texas Gulf Coast manu- 
facturers, who made only 163,061 tons 
during the year, and had the same ad- 
vantage of tidewater locations as the East 
Coast establishments, added 4067 tons to 
their stock, raising them to 11,294 tons 
Dec. 31, 1934. 

Last year California refineries manu- 
factured 362,103 tons of asphalt. Addi- 
tional to this 41,078 tons were “received 
from other sources”, making a total for 
the year of 403,181 tons. No official ex- 
planation is given of “other sources” but 
it appears to mean transfers from other 
stocks, as when crude has been topped 
and finally worked down to the stage 
where it is too heavy for anything but 
liquid or road oil and is changed to that 
classification, or the case of crude below 
14 gravity which is used for roads and 
for asphalt flux without any processing. 
The fact that better records are kept of 
these transfers in California may account 
for this state’s having to its credit 63% 
of all transfers. 

California’s 403,181 


total of tons 


‘amounted to 31.76% of the East Coast 


output which came to 1,268,818 tons, of 
which 8202 were “receipts from other 
sources”. The second largest asphalt pro- 
ducing district was Indiana-Illinois-Ken- 
tucky: 473,271 tons. California came 
third in quantity and fifth in value. The 
state’s output was worth $4,033,589, aver- 
age $10.04 per ton, against $14,579,080 for 
the East Coast refineries, $1,709,448 for 
Louisana Gulf refineries, $1,059,671 for 
Texas Gulf, and $4,661,921 for the Indi- 
ana-Illinois-Kentucky group. 

Road Oil in Demand 

Reported separately by the U, S. Bu- 
reau of Mines, the demand for road oil 
shows a big gain last year over 1933 due 
to secondary and farm-to-market rural 
roads. From 6,238,898 bbls. during 1933, 
worth $6,289,119, average $1.01 per bar- 
rel, the amount last year increased to 
7,702,753 bbls., worth $10,741,998, average 
$1.39 per barrel. 

California led both years both as to 
amount and total value, the 1934 agegre- 
gate value being more than double 1933’s: 
1933 amount 1,885,050 bbls., total value 
$1,655,764, average 87.3 cents per barrel; 
1934 amount 2,231,272 bbls., total value 
$3,662,336, average $1.64 per barrel. 
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Conference On Price 
Situation Continues 


Out of the conference now in progress 
in San Francisco, at which leaders of 
the California industry have been in at- 
tendance since Tuesday, it is hoped and 
expected that some plan will be formu- 
lated which will bring the marketing and 
producing divisions into closer alignment. 
Several plans have been under considera- 
tion for some weeks, in fact ever since 
crude production got out of line with the 
result that the gasoline price structure 
crumbled. 

While it is admitted that the key to 
the marketingz situation lies with the 
secondary companies which have failed to 
maintain posted gasoline prices, the large 
amount of refinable crude now available 
to smaller refineries has been an import- 
ant contributing factor to the unsettled 
conditions. 

It is impossible at this time to fore- 
cast what program will be determined 
upon to straighten out the present tangle, 
but two things are certain—California 
operators first must abide by their agree- 
ment to ¢onform with voluntary curtail- 
ment and the quotas allotted to them, 
and the marketing division must give 
greater consideration to profits and less to 
gallonage if any permanent constructive 
results are to be obtained. 


Todd To Drill 


W. O. Todd plans to drill a new well 
in Baldwin Hills on the old Pacific West- 
ern lease. 





Deep Coalinga Test Planned 


Deep production possibilities of acreage 
west of Coalinga are to be tested by a 
project planned by K. H. Wood and L. 
Loftus, Coalinga oil operators who re- 
cently purchased in fee 102 acres of land 
in the northeast corner of sec. 2, 21-14. 
This property formerly was owned by the 
Coalinga Lubricating Oil Co., and ad- 
joins the city’s oil and gas property. 

Several shallow wells are located on the 
parcel, The new owners intend to build 
roads to the property and start work on 
a deep test, probably to the 5000-ft. level, 
using a 124-ft. derrick with rotary equip- 
ment. Loftus will be in charge of drilling 
operations. 





Petrol Well On Production 


Petrol Corp.’s recent completion, Big 
Ben No. 2, which was completed at 6625 
ft., is rated as one of the big gas produc- 
ers of the Del Rey Hillis. Its initial yield 
was 2100 bbls. of crude, the flow accom- 
panied by 3,500,000 c.f. of gas. Ohio Oil 
is taking the gas for its casinghead plant. 

The company’s No. 3 is drilling below 
5000 ft. and derrick is up for No. 4. 





National Takes Lease 


National Oil Co. (Ross McCollom, 
president) has acquired the Boston Pe- 
troleum’s 226 acres and 25 old wells in 
the north end of the old Kern River field. 
The wells will be cleaned out, rehabili- 
tated and put on production. 


Mohawk Thumbs Nose 


Mohawk Petroleum Co., “the bad boy 
of Mountain View,” has committed itself 
in writing on the subject of thorough- 
going non-cooperation with the rest of 
the industry now that the Federal author- 
ity is no longer behind it. Umpire Pem- 
berton has received a letter from the com- 
pany’s. main office at San Francisco, 
signed by Alfred L. Marsten, presdient, 
reading as follows: 

“It is very obnoxious to us to receive 
correspondence from your office, and we 
ask that you refrain from writing us any 
more letters.” 


Boyd Trip Cancelled 


Despite the fact that he is scheduled 
to deliver an address before the Mineral 
Section, American Bar Association, and 
the natural desire to contact the oil fra- 
ternity in California before the coming 
convention, so pressing is A. P. I. busi- 
ness in the east that W. R. Boyd, Jr., will 
be unable to leave his duties as Executive 
Vice-President next week long enough 
to come to Los Angeles. His address, ad- 
vance copies of which are now out, will 
presumably be read by somebody else. 

Within the next month, steps will prob- 
ably be taken by the California Oil & Gas 
Association to prepare for the November 
convention. While matters are still in a 
nebulous state it will be necessary soon 
to appoint the usual committees—pub- 
licity, hotel reservations, finance, enter- 
tainment, etc. It is impossible yet to fore- 
cast the attendance but the attraction of 
the San Diego Exposition is expected to 
bring additional visitors. 








TWICE 
THE AVERAGE 


EN TO TWELVE weeks of con- 
tinuous service is not unusual for 
the Screen Cloth of the MCNEELY 
Vibrating Mud Screen. This extra- 
long life means money in your pocket. 


The Curved Screen Surface (an ex- 
clusive Mc NEELY feature) assures 
rapid disposal of waste cuttings. This 
means greatest screen efficiency. 


The all-steel, unit type of construc- 
tion means less ground space and 
head room and provides easy instal- 
lation and removal. 


From any angle, the McNEELY Vi- 
brating Screen is the best investment 
for cleaning rotary mud. 


Get complete details from your Supply 
House or send for illustrated catalog. 


VERNON TOOL CO., LTD. 


2740 East 37th St., Los Angeles, Calif., U. S. A. 
Gulf Coast and Mid-Continent Representative 


BAROID SALES CoO., Houston 


Export: 
The National Supply Corp. - Oil Well Supply Co. 
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California Oil World Estimate 

Week Week Week 

Ended E 
July 6 June 29 July 7 

1936 1935 1934 

Ce i idaiccctctessheesve 74,500 70,000 69,300 
ON PO COTIORS occ cc ccscucecece 38,400 36,500 42,900 
Huntington Beach .............. 42,900 37,500 46,000 
Seal Beach 8,800 8,700 9,900 
Inglewood 11,500 11,000 9,900 
. Torrance 7,000 6,900 7,400 
ID SS deran é vin voudphdew ots 21,300 20,500 21,700 
SED Neccutedscncsessccesvoes 2,500 2,600 3,300 
DE cob SaudWieiie 60 %xcercdenses 23,300 22,000 8,700 
DEED :. -Nidabsnsegei duce duseneete 150 130 150 
MNOS ovbccesvads oyscesamasetene 450 470 440 
Los Angeles Basin Totals .... 230,800 216,300 219,690 
TRIO ORL okies a sven aes ve ree 28,500 29,700 29,100 
MIE Wa eben cic s hi cccauaveseduce 14,500 14,000 10,900 
MEME. Kiadeectniew osc ¥e tees eness 1,800 1,500 1,600 
pO a, 60,000 64,000 54,700 
DEGUEET PPOMAONG) ive dccweddcccecscre 9,200 9,000 8,100 
Midway-Maricopa ...........ee 53,100 49,000 56,000 
PEEG UE OD SS icocucdetsoeevces 150,500 142,000 133,400 
ROMS cee hcccccsvvceceees 548,400 525,500 513,490 











The Thomas Bill 


PINIONS of all California producers are being 
O sought by mail by the California Oil & Gas As- 

sociation as to the advisability or inadvisability 
of the revised Thomas bill. We have no authority to 
speak for the producers, but we believe that there is no 
doubt but that the majority will overwhelmingly re- 
pudiate this vicious attempt to invade the rights of the 
states, despite the constitutional bar so ably expounded 
by the U. S. Supreme Court in the NRA case, and de- 
spite the resolution of protest against invasion of the 
state’s sovereign rights passed by the Legislature of 
California. 


Respect for the Constitution and the limitations it has 
placed upon Federal authority stands out as by far the 
most important and binding obligation of every citizen, 
but especially of every public official who has sworn to 
preserve, protect and defend that immemorial funda- 
mental law. Upon every Congressman and Senator 
there rests a sacred obligation never to sanction the 
enactment of any law he is not convinced is in accord 
with the letter and spirit of our Magna Carta. He is not 
keeping his cath when he seeks to evade its spirit and 
intent by statutes cunningly phrased i in efforts to bring 
them just within its letter. He is not observing his oath 
when he experiments in enacting such laws to see just 
how far the Supreme Court will go in sanctioning new 
interpretations of the fundamental law. He is false to 
his trust when he votes for a law in the hope that it 
may accomplish its purpose or part thereof before the 
highest tribunal has had an opportunity to pass upon 
its constitutionality. 


Study of the Thomas bill shows it to be just such an 
experiment in evading the spirit of the Constitution, in 
dodging around the rules judicially laid down for its 
interpretation. The ratification of the interstate com- 
pact is its one indisputably constitutional provision and 
that can easily be enacted as a separate bill. 

Regardless of any possible temporary benefit to the 
industry or any part thereof, the Thomas bill should be 
defeated. The present attitude of the House of Repre- 
sentatives encourages our hope that it will be. 


Sign It, Governor 


AYBE before these lines are read, Governor Mer- 
M riam will have acted upon the tideland develop- 

ment bill. If he vetoes it he will, in our opinion, 
do harm to the state, deprive it, probably permanently, 
of big revenues which it should have from its Hunting- 
ton Beach lands and from undersea oil deposits believed 
to exist at several other points. If he signs it, the re- 
sult should be an immediate substantial and growing 
benefit to the state and its taxpayers. 

We see no merit whatever in any plea yet advanced 
against the bill. Legislative investigations into various 
phases of what has happened in the past have no bear- 
ing upon the question before the Governor. Inquiries 
may proceed, if desired, whether the bill be signed or 
vetoed. We do not believe the investigations will bring 
out anything to be excited about. Probably their sum 
and substance will be the discovery that our former 
State Director of Finance, Roland Vandegrift, was no 
wizard in financial management, but that is not news, 
only ancient history. Whatever he did or left undone 
in the past is “water over the dam” and it is time to 
attend to more practical things. 


The Guffey Bill 


Tisrser i it is hard to imagine any bill which goes 





farther in opposition to the Supreme Court’s NRA 

decision, determined efforts are being made to enact 
the Guffey bill to regulate the coal industry by law im- 
mediately. The President is reported to be urging Con- 
gressmen and Senators to pass the bill and let the courts 
deal with its constitutionality afterwards. We hope 
that this last is not true. We find it hard to reconcile 
it with our idea of what the President of the United 
States is elected to do. 

While directly affecting coal only, the Guffey bill 
seems clearly designed to constitute an entering wedge 
for the regimentation of all industry. If it is enacted 
and upheld oil will be one of the first industries to be 
similarly attacked. It therefore behooves oil to aid coal 
in preventing the passage of the bill. 
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All the way from San Francisco comes 
a report from Baldy Ackerman concern- 
ing a recent attempt on the life of a well 
known local oil executive. It appears that 
the aforesaid executive entered his garage 
the other night after dark, and as soon as 
he got inside the door a tall thin man 
smacked him right on the forehead with 
a club and knocked him cold. A detec- 
tive was called, and the culprit was quick- 
ly located when the dick boldly walked 
into the garage and stepped on the head 


of the rake himself. 





This quick work on the part of the de- 
tectvie force was an eye-opener to Baldy, 
who has always been under the impres- 
sion that detectives were paid to be 


baffled. 





You, of course, have heard Rex Lane’s 
old story of the reporter who referred to 
this august institution as the “defective 
force,’ and when hauled over the coals 
for his mistake came out with an apology 
correction, reading, “detective 
farce.” 





Rex, you know, has just become the 
daddy of a fine big baby boy, 1935 model, 
an unusually strong youngster we under- 
stand. In fact, we have been told that on 
a recent occasion he got his daddy out of 
bed and held him up all night. 
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And now some sad news: We have 
just learned that a nasty wind storm 
came the other night and blew down all 
Wally MclIlhaney’s peaches. However, 
Wally decided to make the best of a bad 
situation, so he simply ate one of them, 
and gave the other one to Oliver Field. 





Whereat Howard Robinson hastens to 
point out that the guy who advises you to 
go to a warmer climate is not necessarily 
solicitous of your health. 





Howard, as a member of the Brea 
school board, was called on a short time 
ago to congratulate a student who had 
made 100% in his final examination, and 
he didn’t find out till several days after 
that the kid had got 50% in arithmetic, 
and 50% in geography. 





“You won't be able to get that number 
for two or three hours yet,” said the tele- 
phone operator to Frank Coyle, “A cou- 
ple of the production boys are talking 
over their fishing trip.” 





And Ed Adams declares that married 
men are much more interested in their 
work than single ones. ‘You never see 
the married men rushing to get home at 
quitting time,” he says. 





That earthquake scare at Compton a 
few days ago was nothing, after all. Just 
the two big boys, Swede Larsen and Jack 
Maddux, playing a game of ping pong. 





“Do you like music?’ Herb Eggleston 
asked as he took the saw out of the case. 
“Sure,” replied the facetious guest, “but 
go right ahead.” 





Herb ought to get together with Cy 
Rubel, who has been secretly addicted to 
saw music for years. Only a few nights 
ago, Cy sawed some pieces right off the 
platform at a high toned musical recital, 
and got away with it in first class shape. 





We suggest that these two virtuosos 
work over the old duet about Jonah and 
the wail. 





Now going from the sublime to the 
ridiculous, Nate Mull says his coupe 
holds four as a rule, but will take eight if 
they are well acquainted. 





And when the gauger said to Red Wil- 
son, “This is sure a fast car,” Red replied, 
“Yeah. Just a minute till I get out and 
see what it’s fast to.” 





The foreman barked, “No, we ain’t got 
no job to give ya,” and the young gradu- 
ate politely remarked, “Well, you might 
at least refuse me grammatically.” 





On this same subject, Bill Whaley 
notes that American colleges turned out 
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hundreds of young graduate geologists at 
the end of the summer term, so it looks 
like good times for the briefcase industry 
again. 





The following is submitted by Jack 
Samuelson right from his Saugus dude 
ranch, and he claims to have overheard it 
in a Ventura cafe: 

First promoter: How did that wildcat 
of yours turn out? 

Second promoter: Well, you see it was 
like this— 

First promoter: Shake. Mine was a dry 
hole too.- 





While we think of it, somebody has 
written in to ask if Doc Wiede is going 
wild pig hunting this year, and we must 
frankly admit that we don’t know whe- 
ther it’s that he’s going wild about or not. 





Last time Doc was out a hunter told 
him there were some boar tracks to the 
north of where he was located, and Doc 
replied: “Thanks. Which way is south?” 





And Dick Hoover brings this one right 
from the boarding house: 

“Lend mea buck. I get paid tomorrow.” 

“Can’t. I’m broke. I got paid yester- 
day. 





Bill Ferrand is of the opinion that the 
international situation is getting serious. 
One of his boys had to quit work the 
other day because a foreign body had 
lodged in his eye. 





With which few remarks we again leave 
you to your own devices. Remember the 
match—when he gets lit up he loses his 
head. 





All of which merely goes to show that 
the oil business is better than it was, but 
could be better than it is—R. S. 
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Temue 4s 


While all the other groups have partici- 
pated to some extent in the forward move 
which has gripped the market, the oil is- 
sues have sagged to lower levels and 
show no inclination to join the upward 
procession. Nor will they, so long as so 
many uncertainties confront the industry. 
A week ago, the group opened steady but 
quickly succumbed to selling orders when 
it became apparent that the Administra- 
tion intends to hold the reins and crack 
the whip, through the Thomas bill which 
is scheduled to pass in some form or 
other, regardless of the industry’s wishes. 
Added ‘to this were the unsettled condi- 
tions in California, which this week, have 
spread throughout the Coast. 

ok * * 


Most disturbing of all factors was the 
arrival at San Pedro of the tanker Bran- 
dywine, chartered to transport Southern 
California gasoline to the Pacific North- 
west, with Seattle as the principal desti- 
nation. This may threaten the price 
sructure in that area, with lower motor 
fuel prices inevitable, largely because the 
smaller refiners have their own produc- 
tion and, therefore, are enabled to hold 
prices down. Oil issues immediately re- 
flected this new menace to the marketing 
situation. 

Oe ae 

Changed outlook for the oils was re- 
flected in sharply lower levels for the 
Standard Oil issues, including New Jer- 
sey, with S. O. of Cal. down to 34, and 
Union Oil to 1734. Socony-Vacuum was 
another weak spot, down to 1234, and 
such usually strong issues as Ohio Oil 
down to 11%. Continental Oil, Phillips 
Petroleum, Atlantic Refining and Sea- 
board Oil (Mex.), continued to hold their 
respective positions, with only fractional 
changes, although Seaboard dipped to 
2934 early this week. Improved financial 
outlook for all of these issues makes them 
a strong favorite with the investors who 
have taken a long-range position with the 
oils. 

aye Gee 


When Emil Kluth, presdient of George 
F. Getty, Inc., leaves shortly for the “old 
home town” in Switzerland, he will be 
accompanied by “the Missus” and their 
daughter. The latter has just graduated 
from high school and this trip abroad is 
the promised reward. It will give Mr. 
Kluth an opportunity to renew family 
ties, for he has not visited his old home 
for a number of years. After the usual 
sight-seeing, the daughter is to be placed 
in a finishing school in the French section 
of Switzerland, famous for such institu- 
tions. 

* Ok Ox 


Another member of the Getty organi- 
zation, Thos. Dockweiler, attorney, will 
give his graduate daughter a promised 
trip abroad with their chief objective 
Norway, and a pleasant vacation trip for 
the family. J. Paul Getty likewise is va- 
cationing abroad this summer but there 
appears to be no “coincidence” with re- 
spect to these various plans. Now that 
the Pacific Western deal is all settled and 
Tide Water Associated is moving along 
all to the good, H. P. Grimm undoubt- 
edly will spend his vacation getting ac- 
quainted once more with his family. 


FINANCE 





Formal call for redemption on Aug. 1 
of the $22,047,000 of San Joaquin Light 
& Power Co. unifying and refunding 
series D 5% bonds, and the $2,229,500 of 
Midland Counties Public Service first 
mortgage 5s, was issued by Pacific Gas & 
Electric which controls both companies. 
Bonds are redeemable at 10334 and ac- 
crued interest from proceeds of the recent 
offering of $30,000,000 first and refunding 
4s by Pacific Gas. 

kk Ok 

Refinancing of various oil units is go- 
ing forward in satisfactory fashion. Of 
chief interest to the Pacific Coast indus- 
try, however, was the decision by Federal 
Judge James regarding Receiver McDuf- 
fie’s plea for sale of Richfield of Califor- 
nia. These preliminaries do not of neces- 
sity indicate that Richfield will be sold 
“on the block,” but they do pave the way 
for the elimination of a lot of legal tech- 
nicalities and entanglements which have 
retarded any real progress in terminatoin 
of the receivership. No real action, offi- 
cials say, will be possible before next No- 
vember. 

acs 


Mid-Continent Petroleum Corp’s con- 
solidated report for the first five months 
of 1935 shows net income of $242,511 
after taxes, depreciation, depletion, etc., 
equal to 13c a share (par $10) on 1,843,- 
872 shares of capital stock outstanding 
on Dec. 31, 1934. For the March quarter, 
net loss was $273,057 after charges and 
taxes, which indicates that second quarter 
earnings were decidedly on the upgrade. 
Net loss of the March quarter, says the 
company, was due to low prices for re- 
fined products during the January-Febru- 
ary period. Higher prices since have pre- 
vailed in the territory served by the com- 
pany. 

ae 

New Jersey Standard’s motion to dis- 
miss the suit filed by Standard of Indiana 
to enjoin Esso, Inc., from offering petro- 
leum products for sale under the name 
“Esso” in 14 states in which Indiana 
Standard markets such products, reminds 
that the various Standard companies are 
distinctly on their own, and zealously 
guard against infringement of rights. Dis- 
missal of the suit was asked on the 
grounds that neither Jersey Standard nor 
its subsidiary, Esso, Inc., is a resident of 
the district in which the suit was brought 
(the federal court of St. Louis). Right 
of the use of the term “S.O.” or anything 
resembling it is the real issue at stake. 

is Ss 


After a lot of backing and filling, Pure 
Oil “Co. finally has called for redemption 
Aug. 1, next, $12,500,000 of 514% sinking 
fund gold notes due Aug. 1, 1937, at 10034 
and accrued interest. In addition, the 
company is calling separately $500,000 of 
the same notes to take care of normal 
sinking fund requirements falling due 
Aug. 1. Oil companies are saving money 
these days by cutting down or eliminat- 
ing heavy interest charges through the 
ploughing under of surplus cash (when 
possible), or by refinancing outstanding 
funded debt. In the latter manner, Pure 
Oil intends to reduce carrying charges on 
approximately $27,500,000 of notes out- 
standing, $15,000,000 of which will be due 
March 1, 1940. 


Whether or not the federal govern- 
ment’s attempt to hold the price of crude 
oil at $1 a barrel was a costly experiment 
during 1934, most of the big refiners who 
were the hardest hit, evidently are com- 
mitted to the policy. Despite the big 
excess of crude output built up during 
June, there seems to be a decided reluc- 
tance to tamper with crude price sched- 
ules. The refining division, according to 
Standard Oil of Ohio, in its report to 
stockholders, paid about $170,000,000 for 
the 1934 experiment. All the federal sta- 
bilization did, the report said, was reap- 
portion the gross revenue of the industry 
in favor of the producing end. But, it 
must be remembered, S. O. of Ohio re- 
ported net loss after taxes, and charges 
in 1934, of $1,913,735, against net loss of 
$823,356 in 1933. Which may account for 
the viewpoint. Big purchasers of crude 
concur in it, however. 

a ae 

Consolidated Oil, which started the sec- 
ond quarter with bright prospects, does 
not give evidence of making a front-of- 
the-race finish at the end of the first half 
when stockholders were led to expect 
dividends. The company was running in 
the black during the early part of the year 
and may yet be able to “divvy” with 
shareholders. The market value of the 
stock has shown a smaller rate of decline 
than some of the higher grade issues. 

eae ee 


Barnsdall Corp. is another stock which 
has been disappointing, although Presi- 
dent Reeser points out that the corpora- 
tion now is in better position to go for- 
ward as a producing unit than when it 
was burdened with losses from the refin- 
ing and marketing end now taken over by 
the recently organized separate unit on 
a half-share-for-one basis. 

ee es 


Oil royalties have displaced stock sales 
during the big drilling boom which has 
developed in California and elsewhere, 
but particularly as the result of important 
strikes both here and in adjacent states. 
Unit sales at Long Beach are outstepping 
unlisted stock sales by promoters, accord- 
ing to reports received here. One esti- 
mate early this week indicated that ap- 
proximately $700,000 had been sunk by 
the investing public in Signal Hill during 
June for oil units, royalties or stock sales. 











Bae SeRvICS FOR THE AUTOMATIC RECORDING 

OF ELECTRICAL—CHARACTERISTICS OF 

FORMATIONS PIERCED BY DRILL HOLES 
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2555 American Ave. 


LONG BEACH, CALIF. 
Phone 420-96 


Now Giving Service in California 
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THE BIGGEST 
SHOPPING 
CENTER 


IN THE OIL 
COUNTRY 









. . . Because here 
you will find on display nearly 


2,500 


types of equipment used by 
the oil industry — detailed, 
descriptive matter on the 
products of ... 


255 


manufacturers. This data is 
authentic—placed by the 
manufacturers themselves in 
the Composite Catalog as a 
convenience for busy oil men. 


Never before have you had instantly 
available, under one cover, the descriptions, specifications, illustrations and prices on such a complete 
line of modern tools and equipment. You do not have to wonder if you have the latest catalog of the 
manufacturer; if it is in the Composite Catalog you know that you are not looking at something issued 
several years ago. Its cross index helps you to find what you want quickly . . . these and many other 
reasons are why it is fast becoming a habit to "Look for It First in the Composite Catalog." 


After you find it in th COMPOSITE CATALOG 
Buy it at Your Supply Store! 
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July Crude Allocation Schedules 
Give Higher Totals To Valley 


July crude allocation schedules show a 
slight shifting in allotments among fields 
with a slightly higher total for the San 
Joaquin. Valley and a corresponding de- 
crease in the Los Angeles Basin and 
Coastal district totals. While the produc- 
ible allotments are usually lower than 
the quotas assigned under the allocation 
schedule, the differences are relatively 
slight, and all are based on the 512,700- 
bbl. quota agreed upon for July. 

Basin fields were trimmed to 237,725 
bbls. under the producible schedule, as 
compared with 242,860 (net) for June; 
Coastal districts 58,260, against 59,320, 
while Valley fields were raised to 213,725, 
against 209,550 bbls. 

Kettleman North Dome was allotted 
60,000 bbls. daily, or 300 bbls. more than 
in June although operators in the field 
are still not agreed on what should be 
the equitable division of the quota. Su- 
perior Oil thus far has held to an aver- 
age of 4000 bbls. daily, and Kenda, Stand- 
ard and other operators have maintained 
the field’s equilibrium by holding their 
production under their allotted quotas. 

Mountain View’s July allowable was 
placed at 15,930, or 130 bbls. more than 
in June, but recent completions indicate 





Brandywine Arrives 


Without Gasoline 


Saturday the tanker Brandywine arrived 
from the East Coast in ballast, removing 
the last possible fear of a cargo of Texas 
gasoline’s being dumped on the present 
Pacific Coast market. It was ordered to 
the shipyard for some repairs before load- 
ing with California gasoline for Seattle 
at Berth 163 for the Fletcher Oil Co., to 
be distributed in Washington, Oregon and 
Idaho. 

Announcement has just been made that 
this cargo will be the first of a series of 
monthly shipments by chartered tankers 
to the Pacific Northwest, as first publish- 
ed in these columns last week. The 
Brandywine ~ belongs to the Hillcone 
Steamship Co., a large transporter of oil 
by tanker under charter for any company 
desiring such service. Its headquarters 
are in San Francisco but an office is 
maintained at Los Angeles Harbor. A 
statement in the daily press says that 
approximately 100,000 bbls. of gasoline 
will be shipped monthly. 





Isaacs Returns 


John Isaacs, assistant to the president 
of Vernon Tool Co., Ltd., Los Angeles, 
has recently returned from a _ three 
months’ business trip during which he 
covered Texas, Oklahoma and Louisiana 
in the interests of the McNeely vibrating 
rotary mud screen manufactured by the 
company and sold in the ‘Mid-Continent 
and Gulf Coast territories by Baroid 
Sales Co., Houston, Texas. J. W. Mc- 
Neely of the Vernon Tool Co. is now in 
the Mid-Continent working in conjunc- 
tion with Baroid Sales Co. on sales and 
service. 


that this area will find difficulty in bal- 
ancing its production without provision 
for more than the usual allowance made 
for new flush output. Such completions 
more than ever stress the difficult task 
of forecasting what may be expected from 
this cross-faulted area which has proved 
to be a puzzle to most operators as well 
as field engineers. 

The swift drilling pace set by Long 
Beach, and the anticipated increase from 
this source, account for the fact that no 
change was made in the 63,500-bbl. quota, 
for the Alamitos-Brown horizons are re- 
ceiving the principal attention of the new 
drillers. At Huntington Beach (new), 
however, output was reduced to 25,870 
bbls., against 29,335 for June, and the 
older field remained unchanged at 12,900 
bbls. 

Del Rey, like Mountain View, is still 
in its flush stage and allowance for new 
production was made by giving the field 
an allotment of 13,320, against 12,500 in 
June. Other areas were trimmed slightly 
to bring the Basin district in line with 
the new quota. 


Production Problem Considered 


Directors of the Oil Producers Agency 
met Wednesday afternoon in special ses- 
sion to consider what further action, if 
any, can or should be taken in regard 
to the voluntary curtailment situation. 
During the past week directors of the 
Southern California Oil Producers Asso- 
ciation have held several meetings at 
Long Beach to consider the same ques- 
tions. Admittedly, production the last 
week has been excessive, but it usually 
is the first week of every month. 





Kenda Well Produces 


Kenda has just completed its No. 63-30 
J well in the Kettleman North Dome for 
an initial yield rated at 3000 bbls. daily 
or 2846 bbls. on the 24-hour flow test. 
Depth of the well was 8130 ft. but it is 
producing only from the two upper zones, 





McAdams Quits Drilling 


Ed McAdams says he will not do any 
further drilling for the present at Del 
Rey where he has completed three wells 
but will wait to see what the situation 
develops. 


Gain In June Output To Have 
Negligible Effect On Storage 


Despite the increase in California’s 
June production, an estimate of which ap- 
pears elsewhere in this issue, indications 
are that there will be little change in the 
stocks of gasoline-bearing crude oil on 
hand on June 30 as compared with May 
31. This statement is, of course, subject 
to revision whenever the returns are in. 
It is based upon analysis of the A. P. I. 
weekly reports of production, refining 
operations and stocks. Such change as 
occurs may be either up or down but 
probably unimportant as to amount. 

Similar study of the available figures 
forecasts a withdrawal of approximately 
850,000 bbls. of gasoline from storage. If 
this proves correct, the supply on hand 
will be cut to about 10,651,000 bbls. On 
May 31, total stocks (U.S.B.M. report) 
on hand, including those at bulk termin- 
als and service stations, were 11,509,000 
bbls. 


Total Pacific Coast stocks seem likely 
to show little change, increases in other 
lines offsetting the pull upon gasoline 
supplies. 


Effeet Upon Market 


Despite the apparent lack of sufficient 
current production of gasoline to meet 
current demand which these tentative fig- 
ures indicate, the gasoline market con- 
tinues soft. 

Publication of weekly reports on stor- 
age of refinable crude throughout the 
country by districts, with total of daily 
production and refinery runs, exports and 
imports, has been resumed by the Bureau 
of Mines. It was discontinued upon the 
death of the NRA until an agreement was 
reached with the oil companies by which 
statistics are furnished voluntarily. June 
figures (first three weeks) just issued. 
indicate that national stocks of crude 


were reduced by 337,000 bbls. during that 
period, which would make them total 
about 338,222,000 bbls. on June 22. 

National production during the last 
week in May was 2,625,000 bbls. daily. 
Each succeeding week reported an in- 
crease until the week ended June 22, 
when the daily output was reported as 
2,780,000 bbls. National refinery runs to 
stills during the last week in May were 
reported as 2,635,000 bbls. daily, or 10,000 
more than the week’s production. Runs 
increased until they came to 2,765,000 
daily the week ended June 22, which fig- 
ure, however, was 15,000 bbls. per day 
less than production. 


Labor Bill Sent Out 


California Oil & Gas Association has 
received copies of the Wagner Labor law 
from Washington and is sending one to 
every operator and employer in the oil 
industry, that they may have opportunity 
to study the same and to comply with its 
provisions. 

Replies are coming in from operators 
in reply to the questionnaires as to their 
stand on the revised Thomas bill. As 
yet no announcement as to what the re- 
turns indicate has been made. With the 
questionnaire, each operator received a 
copy of the bill for his study. 








Col. Foster Returns 


Col. F. E. Foster, managing director of 
the California Oil & Gas Association, and 
of the Pacific Petroleum Industries Com- 
mittee, has returned from a goodwill trip 
through Oregon and Washington where 
he has become widely known among the 
petroleum marketers because of his long 
service with the committee. 
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California Production 


548,400 Bbls. Per Day 


Following their usual procedure, Cali- 
fornia operators reopened their wells the 
first of the month. This brought the 
state’s crude production—based on a four- 
day official record—to a daily average 
estimated at 548,400 bbls. during the first 
week of July, an increase of 22,900 bbls. 
daily over the previous week’s estimate of 
525,500 bbls. Producers cut back their 
output to 504,000 bbls. the final day of 
June, but the second of July the state 
total was reported at 568,000 bbls., with 
no indication of a letdown. Neither does 
there appear to be any remedy for the 
situation, since a large number of the 
operators are convinced that the state’s 
quota should be increased to the present 
level of production—if not higher—to take 
care of the large amount of new flush pro- 
duction, 

In order to do this, there will need to 
be a lessening of the amount of refinable 
crude withdrawn from storage. This, 
therefore, presents a problem which will 
need to be solved within a short time, 
and the current week will be the critical 
stage. At the end of the first week of 
July, 1934, the state output avreaged 513,- 
490 bbls. Increased demand for crude, 
together with a sharp gain in drilling ac- 
tivity, have combined to force the situa- 
tion to a point where some definite action 
must be taken to prevent the whole crude 
structure from crumbling. 





Governor Hears Pleas 


On Slant Drilling Bill 


On Wednesday, as the California Oil 
World went to press, a hearing was being 
held before Gov. Merriam at Sacramento 
at which the proponents and opponents 
of tideland development were presenting 
their pleas. On ‘Tuesday, the Senate in- 
vestigating committee, of which Epic 
Senator Olson of Los Angeles is chair- 
man, held a meeting, the purpose of 
which was not ascertainable but probably 
had to do with the hearing. It would not 
be surprising if the committee presented 
a plea to the Governor not to sign the 
bill on the ground that the committee is 
still inquiring into some phases of the 
situation although it seems plain that the 
inquiry does not affect the real issue. 
Senator Olson has been in Sacramento 
all this week and his office stated that he 
would be present at the hearing. 

Little has been said about the matter 
by the several organizations of the oil in- 
dustry, but the Independent Petroleum 
Association issued an appeal to its mem- 
bers and sympathizers to wire the Gov- 
ernor protests against his signing the 
bill on the ground that the one-sixth roy- 
alty offered the state is too small. 

Delegations from Huntington Beach 
and Orange county and representatives of 
the oil companies interested are expected 
to attend. 





Montebello Lease Sought 


Fred Garliepp is negotiating for a five- 
acre lease in the new Montebello area, 
and if he is successful in getting the land, 
will start a well. 











HOUSTON, TEXAS 
3118 Blodgett Ave. 
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and the value of all three scientifically and practically 
demonstrated! Quick, sure methods of determining the straight- 
ness or direction of drill holes are playing an increasingly im- 
portant part in the profit picture. And Sperry-Sun offers a 
complete—and completely satisfying—line of well surveying 
instruments for every purpose. 


the H-K 


(Hewitt) (Kuster) 





Directional! 
Magnetic 
Clinograph 


Sample record made by the H-K 


introduces a radical improvement and an exclusive method of 
recording in single readings both the amount and the direc- 
tion of inclination, utilizing the triangular suspended cross hair 
plumb bob and floating compass principles, together with a 
simple, automatically operated and practically fool-proof photo- 
graph camera. The H-K Clinograph (designed for open holes 
only) is lowered on a sand or bailing line at a speed ranging 
from 400 to 800 feet per minute. 


Permanent, accurate records on paper discs are available within 
five minutes after removing instrument from hole. (U. S. 
Patent 1,812,994 and others pending.) 


SURWEL 


Gyroscopic Clinograph records vertical deviation and its direction 
at all depths, giving a true map of the well in permanent 
photographic form. Not affected by Tortuosity nor by 
Magnetic Influence when recording. Self-check- 
ing, producing duplicate records—one going 
in and the other coming out. 
(U. S. Patents 1,124,068, 1,812,994 
1,959,141, 1,960,038 and others 
pending.) 


SYFO 


Daily use of the Syfo Clinograph permits 
accurate control of inclination in drilling 
operations. The tests are accurately and easily 
made without the use of dangerous acids. The 
Syfo can be used on a wire line or as a “‘Go-Devil’’ 
running inside the drill stem, or on sand or bailing line 

in open hole. The Syfo Clinograph quickly and inexpen- 
sively furnishes daily records on paper of vertical deviatiaon in 
drilling-records that can be permanentlly filed. 









(U.S. Patent 1,962,634 and others pending.) 


Write for complete information covering Syfo—Surwel—H-K. Direct 
your 1935 drilling for greater profit! 


SPERRY-SUN WELL SURVEYING COMPANY 


Main Office: 1608 Walnut Street, Philadelphia, Pa. 
Branch Service Offices: 


LONG BEACH, CALIF. 
549 East Bixby Road 
(13800 Block—Atlantic Ave.) 


TULSA, OKLAHOMA 
425 Petroleum Bldg. 
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Mountain View To Front 
(Continued from Page 1) 


in the southeast quarter of sec. 14, has 
proved to be the most prolific producer, 
based on brief flow tests. However, the 
big yield just obtained by the Jergins well 
is a close contender for peak production 
honors, and its location in the center of 
the southeat sector gives added signifi- 
cance to the future possibilities of this 
area. Should the Shell well stand up to 
early forecasts, it too will set a new 
record for what has been regarded as 
close to the edge of the field. In view 
of the fact that Shell Oil was one of the 
earliest companies to enter the district, 
and actually the first to obtain production, 
this well—about the best on the Shell 
string—is a welcome, if late reward for 
such expenditures. 

Considering the potential yield of the 
trio of wells in these widely separated 
areas, it is easy to understand the grow- 
ing anxiety of proration leaders over the 
problem of holding California production 
within quota limits, in view of the new 
flush oil added here and elsewhere. 


PRODUCTION 











Week Week Week 
Ended Ended Ended 
Julyé June29 July7 

1935 1935 1934 
CEM scicceestcccsses 546,200 528,000 512,500 
SNE, isccccescowcers 491,600 521,200 500,450 
OE TET et 145,200 147,500 130,550 









Panhandle, Tex. 58,700 63,150 
North Texas 59,250 57,550 
W. Cent. Texas 25,450 27,100 
West Texas ..... : 153,900 141,550 
E. Cent. Texas i 50,000 54,750 
East Texas ... sah 466,900 503,100 
CURE Ho cia nceue cka'sees 42,350 51,600 
Southwest Texas ....... 60,700 64,450 48,150 
N. Louisiana . 22,650 25,000 
ye rere mee 50 30,950 31,900 
Coastal Texas 143,900 119,350 
Coastal Louisiana ...... 116,750 118,550 72,350 
Basterm  ...cce besdaderen 107,700 97,350 
Michigan ..... zee 42,950 30,950 
Wyoming ........ tua 38,400 36,500 
MEomtama .occcces ee 10,100 8,700 


Colorado 
New Mexico ... 


Total (Daily Average). .2,677,400 2,689,850 2,564,300 


52,900 48,550 











IMPORTS end RECEIPTS 











” Week Week Week 
Ended Ended Ended 
July6 June29 July7 

1935 1935 1934 


Total All Imports 

Imports of petroleum at 
principal U. S. ports.. 

Receipts of California oil 

at Atlantic and Gulf 

POTS ccoccccesccovecces 281,000 61,000 


594,000 1,046,000 854,000 


148,000 





STOCKS, REFINERY STATISTICS 














Completions--Recompletions--May 











Week Ended July 6, 1935 

California U.S. 

Finished gasoline at refineries.. 7,202,000 30,410,000 
Bulk terminals, in transit, pipe- 

lines, and other motor fuel... 4,875,000 25,508,000 

Stocks of unfinished gasoline... 1,021,000 6,132,000 

Gas and fuel oil stocks.......... . 101,867,000 

Heavy crude and fuel stocks... .63,279,000 


Crude run to stills (daily av.).. 461,447 2,564,000 
Potential . capacity reporting... 92.6% 89.5% 
Per cent capacity operated..... 54.2% 75.3% 
Cracked gasoline produced 

(daily average) ....cccccccesee 64,339 558,000 
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Honolulu Oil Corp., Ltd. 
Section 18 


a STAL 


bear AT ‘il Co. 
Covarrubias I. ......cnceces 


Elwood 
ag ferng Rio Grande Oil Co. 
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U. S. Production For May 
2,659,000 Bbls. Per Day 


May national production of crude oil totaled 82,454,000 bbls., 
2,659,000 bbls. daily, 45,000 more than April, and 84,000 more 
than May, 1934. May allowable was 2,651,200 daily, 123,900 
more than April, increase in allowable 2%4 times the increase 
in actual yield. Imports totaled 3,433,000 bbls., daily 110,541, a 
total new supply of 2,769,000 per day. The big increase in May 
allowables only brought the official quota to somewhere near 
actual production and daily demand. 

May refinery runs averaged 2,594,000 bbls. daily, total 80,- 
412,000; exports 4,613,000 bbls., 148,800 daily, combined total 
demand, 2,742,800. May refinery runs averaged 65,000 bbls. 
daily more than April’s. Crude consumed or lost will prob- 
ably run close to 2,900,000 bbls., 93,550 daily, which added to 
refinery runs and exports gives total consumption of approxi- 
mately 2,836,000 bbls. daily. 

May withdrawals from stocks totaled 1,234,000 bbls., bringing 
the supply of refinable crude above ground down to 338,559,000 
bbls. on May 31, 1935, which is 17,324,000 bbls. less than on 
May 31, 1934. May, 1934, national net withdrawals from stocks 
of refinable crude were confined mostly to California where they 
totaled 2,144,117 bbls. ‘ 

In other words, with May domestic production 84,000 bbls. 
per day more than a year ago and with 110,541 bbls. imported 
crude, the new supply of crude for the country was still 1,234,- 
000 bbls., or 40,774 per day, short of total demand for the 
month. Withdrawals, as stated by the official report, are of 
refinable crude, and do not include the Calfiornia non-gasoline- 
bearing crude, which, however, is included in total production, 
exports, and consumption as fuel. These facts may account 
for discrepancies in the above. 

In production of crude, the May daily increases were in Cali- 
fornia, 22,240 bbls.; Texas, 11,000; Louisiana, 6800; Oklahoma, 
1300; Kansas, 1100; Wyoming, 1800. 

Gasoline Demand Grows 

Domestic demand for gasolnie totaled 39,089,000 bbls., 1,261,- 
000 daily, a 3% gain over May, 1934, and 58,000 bbls. more 
than April demand. May exports exceeded all expectations, 
jumping from 1,467,000 during April to 2,141,000 bbls., a gain 
of 674,000 bbls. for the month. Over May, 1934, an export 
gain of 440,000 is shown. 

May output of gasoline totaled 38,412,000 bbls., 1,245,000 daily, 
increase over April 55,000, due not only to increased runs of 
crude but also to increasing the amount of gasoline extracted 
per barrel of crude oil. The May yield was 44.3%, or 0.6% 
more than the April yield. May’s output was 2,818,000 bbls. less 
than the combined domestic demand, 90,900 less on the daily 
average. A total of 2,910,000 bbls. was withdrawn from stocks, 
bringing the total reserve down to 61,483,000 bbls. of finished 
and unfinished gasoline on May 31, which is 5,000,000 bbls. be- 
low the economic level. 

Kerosene, Gas-Fuel Demand Off 

Seasonally, May domestic demand for kerosene dropped 11,- 
000 bbls. per day, from 125,000 to 114,000 bbls., while domestic 
demand for gas-fuel oil went off 85,000, from 956,000 in April 
to 871,000 in May. 

Production of kerosene averaged 144,000 bbls. daily during 
both May and April, May a few hundred barrels under April 
daily but the extra day raising the month’s total slightly. Ex- 
ports of kerosene were 17,000 bbls. in round numbers per day 
for both months, May about 600 less. Stocks of kerosene totaled 
7,295,000 bbls. on May 31, an increase of 409,000 over April 30 
and of 1,825,000 over May 31, 1934. 

Production of gas-fuel oil totaled 28,508,000 bbls. during May, 
920,000 daily, increase over April, 68,000. California May net 
transfers totaled 1,001,000 bbls., April, 951,000. May imports 
totaled 1,629,000 bbls. against April’s 1,829,000. Of May im- 
ports, 1,075,000 bbls. were destined for bonded warehouses for 
re-export or for foreign bunkers, the rest for the domestic mar- 
ket. Of April imports, 1,174,000 bbls. went to bonded ware- 
houses. May’s total new supply—domestic production, Califor- 
nia net transfers, imports—amounted to 1,004,450 bbls. daily, 
against April’s 945,000. May exports of gas-fuel oil totaled 1,- 
678,000 bbls., 54,129 daily, against April’s 43,900. May com- 
bined domestic and export demand was 28,688,000 bbls., 925,419 
daily, against April’s 895,900. Stocks of gas-fuel oil totaled 
100,177,000 bbls. May 31 against 97,727,000 April 30, and 106,- 
279,000 May 31, 1934. California stocks of gas-fuel, diesel oil, 


(Continued on Page 15) 
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PETROLEGM EQUIPMENT 


AXELSON MANUFACTURING CO. 
P. O. Box 710, Vernon Station, Los Angeles 
St. Louis 50 Church St., New York Tulsa 
Mid-Continent and Eastern Distributor: Frick-Reid Supply Corp. 
Rocky Mountain Distributor: Great Northern Tool & Supply Co. 
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Business and Professional Directory 





BEACON GASOLINE 
Kerosene—Distillate—Fuel Oil 


ALEXANDER ANDERSON, INC. 


Underground Surveys of Oil Wells 


J. R. PEMBERTON 














PRODUCERS - REFINERS 
MARKETERS 





San Francisco, Calif. 


Strictly Independent D Guamch & Oil Umpire 
THE paid — ee oe 1110 Security Title Insurance Bldg. 
1134 Rives-Strong - NG BEACH 
Los Angeles “oo 429-96 Los Angeles, Calif. 
; BAKERSFIELD 
Refining nga SANTA BARBARA cupearire eps 
Hanford Phone 241-76 
INDEPENDENT FOUST’S CALIFORNIA OIL & GAS 
PETROLEUM ASSOCIATION SALES & SERVICE ASSOCIATION 
OF CALIFORNIA DIRECTORY 1217 Associated Realty Bldg. 
900 Spring Arcade Bldg. Price $5.00 re 510 W. 6th St. 
sas : 2377 Linden Ave. - Long Bea : 
TRinity 7466 Los Angeles ices east Michigan 6386 Los Angeles 
THE MARTIN VAN COUVERING 
HANCOCK OIL COMPANY HONOLULU OIL CORP., Led. Favuaadaie temmsinan, 
of 
CALIFORNIA Matson Bldg. - 215 Mecket St. LOS ANGELES 


405 South Hill Street 
Michigan 8781 








THE PETROL 
CORPORATION 


Producers and Refiners 


Petrol Gasoline - Super Petrol Gasoline - 
Kerosene - Fuel Oils - Diesel Oil - Asphalts 
- Road Oils - Lubricating Oils - 
Distillates 


4020 Bandini Blvd. - Los Angeles, Cal. 





HOMER R. DULIN CO. 


Engineers and Weighmasters 
641 East Willow St. - Long Beach, Calif. 
Phone . 414-61 


Licensed to Survey Oil Leases 


Licensed to Calibrate 
Oil Storage Tanks, Tank Trucks 
Service Station Tanks, etc. 





Oil Land and Preduction 


K. C. WALLACE 
Specialist 


Kern County Petroleum 
Development 


405 South Hill Street 
TUcker 3617 








CHIKSAN OIL TOOL CO., 
LTD. 
Chiksan Disc Bits 
Chiksan Reamers 
Chiksan Rotary Hose 
Shop: Office: 


Brea Fullerton, Calif. 
Phone 199 Phone 1254 


Read the 
CALIFORNIA OIL WORLD 
“The Oil Man’s Weekly 

° Journal” 


$1.00 a Year 








WALLACE A. SAWDON 
Petroleum Engineer 


WRITER - EDITOR 


Technical Articles - House Magazines 
Brochures - Specialized Publicity 
6862 ALTA LOMA TERRACE 


Phone: Hillside 1695 
HOLLYWOOD - CALIFORNIA 








STANLEY C. HEROLD 
Geologist and Engineer 


Phone (Glendale) Douglas 2614-J 
Mail Address, 1330 Ethel Street 
‘Glendale; California 











Patents — Trade Marks 


All inventions submitted held confidential and given personal attention by mem- 


bers of the firm. 


Form “Evidence of Conception” and instructions “Hew to Establish Your 


Rights” —Free. 


Lancaster, Allwine & Rommel | 


PATENT LAW OFFICES 


434 Bowen Building : 





. Washington, D. C. 
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Public Relations Campaign Planned By 
California Oil & Gas Association 


Both in California and nationally the 
matter of Public Relations is slated for a 
prominent place in the affairs of the oil 
industry. In this state, the California Oil 
& Gas Association has taken up the ques- 
tion, nationally the A. P. I. is becoming 
more active and sees the need for great 
improvement. 

At Tulsa during the A. P. I. mid-year 
meeting, the Advisory Committee on 
Public Relations reported to the Directors 
that there is substantial need for an ex- 
tended program of publicity and public 
relations. It was recommended that the 
Advisory Committee should be _ estab- 
lished on a permanent basis, conduct its 
activities in accordance with established 
A. P. I. committee practice, and maintain 
a closer contact with the Directors. 

Locally, the California Oil & Gas Asso- 
ciation plans a public relations campaign, 
described in the annual report of Manag- 
ing Director F. E. Foster, as “designed 
to erase public misunderstanding of the 
western oil industry and to win for it the 
good will of those who buy its products. 
The Association proposes in this cam- 
paign to utilize every legitimate medium. 
It proposes to create a speakers’ bureau, 
with trained speakers ready to appear be- 
fore representative audiences at schools, 
clubs, churches, and civic organizations. 


It proposes to supplement the speakers 
with motion picture films and other illus- 
trative material. 


“Thus we hope to portray to the public 
in all the five western states, in an active, 
aggressive effort to reach every gasoline 
user, the story of the oil industry as it is. 
We hope to portray the long chances that 
oil operators are forced to take, the hard- 
ships and handicaps undergone as a mat- 
ter of course in prospecting, the magni- 
tude of the task of drilling a wildcat or 
any other well, the incidental labors that 
the average man never hears of (building 
roads, for instance, or developing water 
supplies, or erecting proper housing), and 
the expensive and disheartening chances 
and operations necessary at every step of 
the way from the well to the gasoline 
pump. 


“Such work can well be as important 
as any in which our organization could 
engage. Public good will, based on ap- 
preciation of the problems and hazards of 
the oil industry, means sympathetic atten- 
tion when the industry asks for consid- 
eration; it means intelligent appraisal of 
the industry’s objection to inequitable 
taxes; it means realization that overtax- 
ing the oil industry is one way of ham- 
pering the general prosperity.” 


16,727,949-Bbl. Total Production In 


June Estimated For California 


California’s June production of crude 
is estimated at 16,727,949 bbls., 557,593 
daily, by the California Oil & Gas Asso- 
ciation, increase over May, 1,360,985, 61,- 
884 bbls. daily, exceeding the state’s allot- 
ment by 513,730 bbls. 

Los Angeles Basin led the state with a 
total of 8,063,109 bbls., nearly half the 
total. Long Beach produced 2,230,969 
bbls., the largest amount of any field in 
the state, exceeding Kettleman North 
Dome, which came second, by 375,262 
bbls., which figures may be revealing to 
some who have contended that Kettle- 
man Hills was running open and ahead 
of all others. North Dome daily average 
was 59,216 bbls., an increase over May 
of 5000 bbls., while the Long Beach daily 
average increased 6600. Long Beach pro- 


duced more than twice as much as Ven- 
tura Avenue and 254,669 bbls. more than 
the entire Coast district. Comparison 
with Ventura Avenue is the more inter- 
esting in view of the fact that that field 
apparently increased its daily average 
3500 bbls. during June over May. Mid- 
way-Maricopa appears by the preliminary 
estimate to have lost some 600,000 bbls. 
during June as compared with May. 
Huntington Beach appears to have pro- 
duced about 4500 bbls. per day more dur- 
ing June than during May. The in- 
crease is fairly general. The figures are, 
of course, preliminary estimates only. 

The estimate for the San Joaquin Val- 
ley is 6,655,540 bbls., the Coastal Dis- 
trict, 1,979,300 bbls.; the Los Angeles Ba- 
sin 8,093,109 bbls. 





With your oil well pipe and supplies. 


3700 So. Soto Street 
KImball 2181 





SPIKE HOLMES 


—goes over the mountain 


Reasonable rates. Full coverage insurance. 
Fast speed wagons and pneumatic fleet service to all oil fields. 


“Spike” 


HOLMES TRUCK COMPANY 


“SERVICE WITH SAFETY” 


- Los Angeles 
KImball 2181 











U. S. Production For May 


(Continued from Page 13) 
residuum and non-gasoline-bearing crude 
totaled 63,943,648 bbls., about 64% of the 
national total of such oils. 
Lubricants, Asphalt 

May national manufacture of lubricants 
totaled 2,392,000 bbls., 76,839 daily, against 
April’s 2,309,000,, 76,960 daily. Domestic 
demand was 1,919,000 bbls., exports 602,- 
000, total demand 2,521,000, 81,322 daily, 
against April’s total daily demand of 85,- 
300. April domestic demand totaled 1,- 
802,000, exports 758,000 bbls. Stocks of 
lubricants on May 31, were 6,897,000 bbls., 
against 7,026,000 April 30 and 6,773,000 
May 31, 1934. 

During May, 307,600 short tons of as- 
phalt were manufactured in American re- 
fineries, but no figures show how much 
was made from imported and how much 
from domestic crude oil. May daily av- 
erage output was 9923 tons against April’s 
8363. Imports of natural asphalt were 
400 tons for May and 600 for April. 

Total stocks of crude and refined oil 
and natural gasoline throughout the coun- 
try May 31 amounted to 568,340,000 bbls. 
against 569,538 April 30 and 587,713,000 
May 31, 1934. On May 31 338,559,000 
bbls. of crude were on hand, 5,977,000 of 
natural gasoline, and 223,804,000 of all 
refined products. On May 31 there were 
192 days’ supply, on April 30, 196, and 
on May 31, 1934, 204. 

Completion of Wells 

During May, 1935, 1467 oil wells were 
completed in all United States fields, 
their initial aggregate production being 
1,245,700 bbls., average per well 850 bbls. 





CLASSIFIED ADVERTISEMENTS 











CLASSIFIED ADVERTISING RATES 
Small type: 25¢ per line (six words to line). 


Minimum charge for any ad $1.00. Four consecu- 
tive insertions at price of three if eopy does not 
change. 
Not responsible for more than one incorrect 
insertion. 








SCOUT REPORTS 


_ NEW MEXICO LEASEHOLDERS: For reliable 
information on New Mexico developments take my 
— scout report. W. S. Patterson, Santa Fe, 








FOR SALE 


Electric rig complete with steel derrick and 4 
and 6 inch drill pipe. A. W. Buchanan, 1720 East 
7th Street, Los Angeles—TUcker 3322. tf 





BARGAIN 


Drilling Machinery 
7% roller bearing drawworks. 
12x12 fully enclosed roller bearing Ajax en- 
gine, complete with manifold. 
2 14x734x14 Ideal pumps complete with 
manifold. 
No. 12 Ideal rotary table. 
8-inch hook. 
Big 4-sheave travelling block. 
85-ton swivel. 
4 tong weights, 
heads. 
Set of 5-inch slips. 
Emsco crown block, 7-sheave roller bearing. 
3 85-h.p. fire box boilers, 200-lb. pressure. 
Miscellaneous small equipment. 
Sell as a whole only, for cash. 
P. O. Box 158, Station C., Los Angeles 


2 tong handles, 5-inch 
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Geology of Natural Gas 


ARTICLES ON 
FIELDS IN— 


Alberta 
Ontario 
Quebec 
California 
Washington 
Idaho 
Oregon 
Utah 
Montana 
Wyoming 
Colorado 
New Mexico 
Texas 
Kansas 
Oklahoma 
Arkansas 
Louisiana 
Michigan 
Illinois 
Indiana 
Kentucky 
Ohio 
Tennessee 
Mississippi 
Alabama 
New York 
Pennsylvania 
West Virginia 
Mexico 





Valuation 
Reserves 
Helium 
Rare gases 


The industry 


This book consists of thirty-eight papers prepared by 
forty-seven authors. Only two have been previ- 
ously published. Here for the first time has 
been assembled a comprehensive geologic 
treatise of the occurrence of natural 
gas on the North American 
Continent. Many structural 
maps and stratigraphic 
data are included. 





Edited by 
HENRY A. LEY 





“This book presents the geology of the most import- 
ant known occurrences of natural gas on the North 
American Continent, methods of estimating natural 
gas reserves and a resume of the industry. The ma- 
terial is chiefly factual... . 

“It was considered fitting that important economic, 
engineering, and statistical data should be incorpor- 
ated ... in this book. . . . Attention is particularly 
called to two important papers describing the estima- 
tion of natural gas reserves, prepared by specialists 
with many years of experience. Estimation of natural 
gas reserves is a subject that has not been adequately 
treated heretofore and has not been easily avail- 


able. . . .”—Editor’s Foreword. 





1200’ pp., 250 illus. Cloth. 6x9 inches. 
$6.00 POSTPAID. 


A NEW A.A.P.G. 
BOOK OF OUT- 
STANDING VALUE 
FOR— 


Geologists 
Engineers 
Technologists 
Economists 
Appraisers 
Statisticians 
Conservationists 
Executives 
Bankers 
Lawyers 
Schools 
Governments 
Commissioners 
Utilities 
Producers 
Consumers 
Operators 
Promoters 
Financiers 
Investors 

And All Other 
Individuals 
and 
Corporations 
Connected 
With or 
Interested in 
Petroleum and 


Natural Gas. 


- ee ee eee 
By ae pe wwe Km wm wm Mm wm Mm wm em wm ew me ew ew ew wee 


CALIFORNIA OIL WORLD, 122 E. 7th St., Los Angeles,Calif. 
“Geology of Natural Gas” at six dollars per copy, for which I enclose check for $ 


Please order me 


copies 
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Motors started 
knocking at about 
3000 miles 











Motors stopped 
pinging as TRITON 


removed carbon 
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Motors 
never knocked 


i] Start 
* here! 


AOGIOES 







Recent tests prove that TRITON keeps motors 
free from excess carbon — assuring knockless 
performance from the same grade of gasoline 
for the entire life of the car, truck, or tractor. 


‘TWELVE cars of popular make were run in a series 

of tests under carefully controlled conditions. Starting 
with motors entirely free from carbon they were run with 
high-grade Pennsylvania oil, and then with Triton under 
identical conditions. 

At frequent intervals all cars were checked to deter- 
mine the octane or anti-knock number of the gasoline 
required to keep them from knocking or “pinging.” 

With Pennsylvania oil the knocking tendency of the 
cars increased 7 to 14 octane numbers in only 4,500 miles! 

With Triton the increase in the same cars was /ess than 
2 octane numbers in 4,500 miles! 

In the second phase of the test, four cars were run 
8,000 miles with Pennsylvania oil and then, without re- 
moving carbon from the motors, were switched to Triton. 
At the end of 4,500 miles of driving with Triton, the 
knocking tendency of the motors showed an average de- 
crease of 7 octane numbers, sufficient to take the cars 
well out of the “knock zone”... PROVING that Triton 
actually removes carbon. See chart at left. 


WHAT THIS MEANS TO YOU 

This means that Triton will cut down excessive car- 
bon deposits formed by other oils, and reduce or elim- 
inate “pinging”! It means, also, that if you start a clean 
motor with Triton and any grade of gasoline which pre- 
vents knocking at that time —#t will always operate without 
knocking on that same grade of gasoline! 

Triton is made by Union’s patented PROPANE Sol- 
vent Process. It is 100% re pareee-Som entirely free 
from low-grade materials found in other oils. It is more 
stable in use... greatly reduces sludge... has longer life 
...reduces engine wear as much as 43%. 

MAKE THE 3-MONTHS’ TEST! 

Try three fillings of Triton, and note, how, with each 
successive oil change, your motor runs smoother, gives 
improved performance. Triton is available in 1 or 5 quart 
cans, or 53 gallon drums. 


UNION OIL COMPANY 


100% PURE PARAFFIN-BASE 
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Daylight Magazine 
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Positioned 


The Anderson 
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for 


Photo Record Disc. 
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inserting a 


PHOTO - RECORD 





eP 


of Workmanship and Materials 
Alll Instruments Made in Our Own Shops. 


INTERCHANGEABLE 


INCLINATION UNITS 


This Exclusive Feature makes each Anderson Photo-Record Single- 
Shot equivalent to several instruments in one. It provides Maxi- 
mum Accuracy in the Measurement of INCLINATION and 
DIRECTION of a drilling well under all conditions. The records 
are easy to read. The Units are supplied for maximum inclina- 
tions of 5°, 10°, 25° and 65°. Code units are also furnished 
when such are required. 





COMPLETE DIRECTIONAL DRILLING SERVICE 





Alexander Anderson, Inc., provides Tools, Instruments and Serv- 
ice for Complete Directional Control! of drilling wells. Among 
these are— 

LEWIS KNUCKLE JOINT - KINZBACH WHIPSTOCK .- 
ORIENTED SURVEYS - SINGLE SHOT and other special 
devices. 

When using Anderson Service, the hole will go exactly where you 
intend it to go. 

U. S. Patents 1,770,224—1,801,132—1,830,345 1,903,969 


1,864,113 1,976,737. 





ALEXANDER ANDERSON, INC. 





FULLERTON 


FULLERTON 558 


CALIFORNIA 


For Service or Further Information. Phone 


LONG BEACH 429-96 








BAKERSFIELD 2185 


SANTA BARBARA 241-76 
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The cut below shows some of the 

records made with our Single Shot 

Apparatus:— 

1—For vertical wells kept below 5°. 
The reading is — Inclination 2° 35’ 
Direction N.21°E. 

2—A Code Disc with same reading, in- 
terpreted with code readers. 

3—For inclinations up to 1@°. The read- 
ing is — Inclination 4° 50’ Direction 
N.140E. 

4—For inclinat‘ons up to 65°. The read- 
ing is—Inclination 45° Direction S. 
120 W. 

5—Back of No. 3. 


ANO, 
Ay ER “Roe 
&P DATE June. 3,33 VN 
i SWELL. OBL. 7 


DEPTH... 4982’ 
INCLINATION... 4° 50’ 
en DIRECTION... /4° £ 
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